: 7 « <4 oy e Jo oie a 


ce 424 : Approved For Release 2002/08/15 : CIA-RDP83-00415R010600150002-5 
cath 25X1A 
Na 


‘CLASSIFICATION CONFIDENTIAL/CONTROL-US OFFICIAIS oNtY 


CENTRAL INTELLIGENG TASENCY REPORT NO. | | 
‘INFORMATION REPORT 


CD NO. 

COUNTRY USSR(Ukrainian SSR) DATE DISTR. 21. February 1952 
SUBJECT Open Hearth Plant of the Zaporozhstal i NO.OF PAGES 2 | 
. ' Metallurgical Plant at Zaporozhe 

1A Eiky pts eet ocr, ace ee Mee Passat, eerah d ; 
PLACE es oi Jal alll, PO ON OF ENcLs. 36 
ACQUIRED ae ee od MSTEY BeLom 
DATE OF SUPPLEMENT TO 
INFO. OT CIRCULATE. . REPORT No. 25X1X 


1. suring the war the open-hearth plant, located between 
the blast furnaces and the two rolling mills (cold 
processing and hot processing), was destroyod, inelu- 
ding six open-hoarth furnaces which, according to 
woviet statements, the Gormans had put in operation. 
The open-hearth plant had teen under reconstruction since 
1944 and, durins the last period of obsorvation, was 
ercatly modernized and enlarged (construction of a 
fully autonatie slag renovine installation). Jix moder~ 
nized open-hearth furnaces havo boen in oncration since 
1946 and two additional onen-nhearth furnaces operated 
after the Jusmer of 1949. The ninth and tenth furnaces wer; 
to start operation in veptember 1949, and the eleventh and 

_ twelfth, of which only the foundations were cormleted, in 

early: 1950. ‘hus, the completed open-hearth plant will 
have a total of twelve open-hearth furnaces placed in two 
rroups of six each, with 20 meters between tho to erouns. 


2. the open-hearth furnacss were fueled with cas which was 
piped fron the cokinr nlant (pines were three sectors in 
diameter). alternately one of the opern-hearth furnaces was 
always bein: overhauled, an oneration which reyuired five 
dars., . . 


3. The bunkers were also teins enlarged. Ther were 70 moters 
from the open-hearth plant. uteel seran 
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and lime-stone arrived by rail racks), vas loaded 


in snecial dump cars by autonatic cranes and elevators, 
then shipned to the scales and from there to the open- 
hearth plant. Cherginge of tho open-hearth furnaces was 
also a completely automatic process. 


The three blast furnaces were assumed to produce dif. 
ferent types of vir-iron as the pig-iron had to be 


‘mixed in a shon located between the blast furnaces 


and the open-hearth plent. 


The so-called "30 tons denartment", south of the open- 


hearth plant, had two Sfemens electric furnaces to 
produce special steels. Tor plant layout see Annex 1, 
for open-hearth plant see Annex 2. 

also 
Another IF.) who/worked on the reconstruction of the 
open-hearth plant and whose information essentially 
corresponds with the atove data, supplied the attached 
sketches (annex 3), one o% which shows that the open- 
hearth plant is 15 meters deener than the bunkers. 
this P. gave the output in Uctober 1949 ns 160 tons 
steel ner open-hearth furnace in one sift. 
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This report gives valuable details on the constantly 

erowLlne open-hearth plant. The production data as 

eiven in para 6 is of special ‘interest. Loth sources 

confirm the department ’ or high quality steei, Getails 

of which were given in previous intornation™, 

3 annexes: — Open-nxearth Plant tf the 
Zaporozhstal vetallurgical Plant in 


2aporozhe. 
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Lerend of «annex 1: . x" 


# Jetallurgical Flant 


four large coke batteries and auxiliary installations 
Hour blast furnaces 


vonmressor station and emergency power nlant 
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wpecilal steel department with two electric 
oi emerns furnaces 


.Uixing shop 
Cpen-hearth plent 
cunkers 


Transformer station 
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AOLd breaking shop 
10 Projected rolling mill. 
11 dosnen veel workshops 
12 er administration 
13 workshop with unknown purnose 
14 liot rolling mill 
15 Cold rolling mill 
b aluminum plant. 
C "hubs" Lepair [lant with foundry 


J Yerrinal stop of streetcar line 
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Legend to Annex 2: _ 

1 xing: shop 

2 special steel denartnent 

Administration of open-hearth plant 

wold breaking shoe | 


about 10 railroad sidinss 
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Unen-hearth plan : ebout 300 meters Long: 

a two eroups with each six open-hearth furnaces 
b furnaces ho. J1 and Lo. 12 under construction 
a 20-mster distance botween the two groups of 

| open-hearth Purnaces | 


d ‘pen area, atout 70 meters wie 


ei . f 8 : 
7 iunker installation for semap and line, about 


250 neters long 
a .vnnex 
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Legend: See report 
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